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UNCLASSIFIED 
PAGE 01 STATE 064408 
66 

ORIGIN EUR-25 

INEO OCT-01 ADP-00 SCI-06 H-02 RSC-01 /035 R 

DRAETED BY EUR/ WE - CTMAGEE: PAM 
4/6/73:22453 

APPROVED BY EUR/ WE - RDVINE 
SCI/EN- WCSALMON 
H- JRMACKENZIE 

003705 

R 062307 Z APR 73 
EM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 064408 

E. 0.11652: N/A 
TAGS: TGEN, ER, U. S. 

SUBJECT: PARIS WATER SYSTEM 

1 . CONGRESSMAN GILBERT GUDE ( R - MARYLAND, 8 TH DISTRICT) 

IS INVESTIGATING WASHINGTON, D. C. WATER SYSTEM AND IS 
PARTICULARLY INTERESTED IN COMPARING TREATMENT PROCEDURES, 
BASICALLY CHLORINE PROCESS, WITH THOSE IN PARIS, WHICH 

USES OZONIZATION. 

2. REQUEST EMBASSY OBTAIN EROM APPROPRIATE FRENCH OEEI- 
CIALS FOLLOWING DATA ON PARIS WATER SYSTEM: A. SOURCES 
OE RAW WATER SUPPLY; B. METHODS OE TREATMENT; C. TESTS 
RUN ON EINISHED WATER TO DETERMINE BACTERIA AND VIRUS 
LEVELS; D. METHODS USED TO OZONATE WATER ON LARGE SCALE; 

E. FRENCH ASSESSMENT OE LARGE- SCALE OZONIZATION VERSUS 
CHLORINATION AS MEANS OE PURIEYING LARGE CITY WATER SUP- 
PLY. 

ROGERS 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE064408 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CTMAGEE: PAM 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9730436/aaaahvyw.tel 
Line Count: 55 
Locator: TEXT ON-LINE 
Office: ORIGIN EU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 
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